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Test Categorles/Tests 

Smoke 

FTC Butt Length, mm 
MA Tar, mg/cigt 
MA TPM, mg/cigt. 

MA Nicotine, mg/cigt. 

MA Water, mg/cigt. 
ma Puffs/Cigt. 

Tar/Puff, mg 
pH 

MA CO, mg/cigt. 

Filter 

Tipping Paper Length, mm 
Ventilation, % 

Filler 

Tobacco Weight, g 

MAT Nicotine, mg/cigt. 

CP c 

Test Cateqories/Tests 
Smoke 

FTC Butt Length, mm 
MA Tar, mg/cigt 
MA TPM, mg/cigt. 

MA Nicotine, mg/cig 
MA Water, mg/cigt. 

MA Puffs/cig 
Tar/Puff, x 

pH ) 

MA CO, rtg/crgt .) 

Filter \/\ /// 

Tipping PaWr ^ngth, mm 
Ventilation/\% 

Filler 

Tobacco Weight, 

MA Nicotine, mg/cigt. 




9 0.0021 

13Y44 0.155 


0.007 3 

0.86 19 


31.1 0.17 20 

20 4.0 100 


0.672 
12.29 


0.0045 
0.120 


ML6MB 


tracre 

StdDev 

N 

Averaore 

StdDev 

N 

34.0 
22.9- 

0.74 

20 

34.0 
21.7 

0.71 

20 

34.4 

1.56 

20 

31.7 

1.65 

20 

1.61 

0.059 

20 

1.56 

0.081 

20 

9.93 

0.907 

20 

8.46 

0.960 

20 

10.8 

0.14 

19 

10.3 

0.32 

20 

2.1 
5.38 

0.031 

3 

2.1 
5.38 

0.034 

3 

24.0 

0.86 

20 

21.1 

0.82 

20 

31.0 

0.15 

20 

31.0 

0.16 

20 

23 

3.7 

100 

24 

3.8 

100 

0.672 

0.0037 

3 

0.650 

0.0042 

3 

13.40 

0.261 

3 

12.72 

0.245 

3 


Notations: 
ML 6 
ML6MB 
MR4B 
MRM6B 


- MARLBORO LIGHTS KING SIZE 20'S (SP) 

- MARLBORO LIGHTS MENTHOL KING SIZE 20'S (BOX) 

- MARLBORO LONG SIZE 20'S (BOX) 

- MARLBORO MEDIUM KING SIZE 20'S (BOX) 


StdDev WARNING MRM6B 


EVENT 


4.01 > Desired of 3.50 
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